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Message Text 

UNCLASSIFIED 

PAGE 01 ABU DH 00624 0709 15Z 
ACTION PM-05 

INFO OCT-01 NEA-10 ISO-OO SS-15 CIAE-00 INR-10 NSAE-00 
SSO-OO INRE-00 /041 W 

002709 070921Z/15 

O 070843Z MAR 78 

FM AMEMBASSY ABU DHABI 

TO SECSTATE WASHDC NIACT IMMEDIATE 7456 

INFO SECDEF WASHDC//ISA/DSAA// IMMEDIATE 

HQ USAF WASHDC//LGFT// IMMEDIATE 

USCINCEUK VAIHINGEN GER//ECJ4/7-SARA-T// PRIORITY 

UNCLAS ABU DHABI 0624 

EO 1 1652: NA 
TAGS: MASS, TC 

SUB J : PHYSICAL EXAMS AT USAF MEDICAL FACILITY FOR UAE PILOTS 

REFS: A) ABU DHABI 0441 (160725Z FEB 78); B) ABU DHABI 0538 (270425Z 
FEB 78) 

EMBASSY WOULD APPRECIATE IMMEDIATE RESPONSE TO REFTELS. WE 
ARE BEING CALLED DAILY BY UAE AIR FORCE HQ ABOUT RESPONSE TO 
THEIR REQUEST FOR THESE MEDICAL EXAMINATIONS AND SITUATION IS 
NOW BECOMING EMBARRASSING AS WE ARE UNABLE TO EXPLAIN REASON FOR 
DELAY. 

DKCKMAN 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MILITARY PERSONNEL, MEDICAL FACILITIES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 mar 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ABUDFI00624 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 01-1116 
Format: TEL 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978031 00/aaaadgrh. tel 

Line Count: 39 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 5d0681b7-c288-dd11-92da-001cc4696bcc 
Office: ACTION PM 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 ABU DHABI 441 , 78 ABU DHABI 538 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3101338 
Secure: OPEN 
Status: NATIVE 

Subject: PHYSICAL EXAMS AT USAF MEDICAL FACILITY FOR UAE PILOTS 
TAGS: MASS, TC 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/5d0681b7-c288-dd11-92da-001cc4696bcc 
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